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SUBJECT: CAIRO PRESS REPORTS START OP WORK ON EARLY WARNING STATION 

1. BEGINNINNG OF WORK ON EGYPTIAN EARLY WARNING POST IN SINAI 
RECEIVED ONLY BRIEF MENTION IN CAIRO PRESS DEC 31. AHRAM ARTICLE, 
DATELINED DEC 30, JERUSALEM, NEWS AGENCIES, IS PULLEST: "WORK 
BEGINS TODAY ON BUILDING THE EGYPTIAN WARNING STATION. A UNITED 
NATIONS SPOKESMAN IN JERUSALEM ANNOUNCED THAT WORK WILL BEGIN 
TOMORROW ON BUILDING EGYPTIAN EARLY WARNING STATION IN SINAI 
AFTER COMPROMISE WAS REACHED ON THE DIPFERENCES WHICH OCCURRED 
LAST WEEK CONCERNING LOCATION AND SIZE OF STATION. STATION 

WILL BE BUILT AT SOUTHEAST END OF GIDDI PASS ON HILL 720 METERS HIGH. 
EGYPTIAN ENGINEERS WILL ENTER AREA TOMORROW TO START SURVEY OF 
SITE OF STATION, WHICH IS 2 KM FROM NEW ISRAELI LINES AND IS 
IN BUFFER ZONE WHERE (UN) INTERNATIONAL EMERGENCY FORCES ARE 
STATIONED." 

2. NO EDITORIALS OR COMMENTARIES. 
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